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a* new as tomorrow 



DELUXE SHELF ADJUSTMENT — 



BULB EDGE GLASS SHELVES 
PLATED SHELF SUPPORTS 

NO OPEN SEAMS 

WIDE FRONT FLANGE 
TO PERMIT CENTERING 
OF CABINET 

IN RECESS OVER LAVATORY 




ROUNDED 
CORNERS FOR 
EASY CLEANING 



DIE FORMED DOOR CON- 
FORMS TO SHAPE OF 
MIRROR TOP 

PAN-TYPE CUSHIONED DOO 

SLIDE TRACK TYPE 
DOOR CHECK 

RECESSED STAINLESS STEEL 
TOOTH BRUSH HOLDER 

CHROMED DOOR CATCH 



CHROMED PIANO TYPE HINGE 



THEO 

460 



Buffi 



4 GREAT LINES FROM ONE SOURCE 




the Custom line 4 distinctive models — large in size, rich in appointment 

— lighted and unlighted. Enameled in Life-Time porce- 
lain the ultimate in design, service and utility . . . 

the deluxe tine 6 modern styled lighted models — fluorescent and in- 
candescent — framed and Venetian mirrors — smaller 
in size but with all custom features. Baked-on white 
enamel finish — chromed hardware — seamless drawn 
construction. 



the Standard line 4 basic popular models — unlighted — in a range of 

popular sizes — framed and unframed polished plate 
glass mirrors. Baked-on synthetic enamel finish — 
chromed hardware. Seamless drawn construction. 



the budget line 8 popular priced models for budget installations — plate 

or window glass — lighted and unlighted — framed 
mirrors or Venetian type. Baked enamel finish. Seamless 
drawn construction. 



THE PACKARD LINE IS MADE IN 4 BASIC WALL OPENING SIZES: 17 x 27— 
1 5 x 21 —1 3 % x 1 9 5 / 8 — 14 x 1 8 [ 1 4 xl 8 % IF LIGHTED] . THESE SIZES APPLY 
TO LIGHTED OR UNLIGHTED MODELS. 



A beautiful picture 



of polished plate glass* gleaming eh route 




EXCEPTIONALLY LARGE AND ROOMY 

TO MAKE SMALL BATHROOMS BIG AND 

BIG BATHROOMS WELL FITTED . . . . 

THE "HAMILTON" ... 20 x 30 mirror framed in stainless steel 

17 x 27 wall opening 
4 adjustable glass shelves 
fixture complete with bulbs 



The "HAMILTON" is shown here in a simple 
yet luxurious setting — a typically 
"functionally correct" bathroom. All facili- 
ties are well spaced and readily accessible. 



steel .mm 




. m €e as new as tomorrow** 
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A broad expanse of 
polished plate glass 
chrome and stainless steel 

. . . plus new 
incandescent side lights 

(See page 1 7 for light 
fixture details) 
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THE "MONROE" 

Model No. 210SL 

ONE SIZE ONLY 



FINISHED IN GLEAMING WHITE PORCELAIN 

Glamour for the bathroom . . . Plus many convenience features. 

Easy to clean rounded corners, adjustable 
shelves, built-in recessed toothbrush fixture — 
Marproof door finish and most of all — lots 
of room and shelf space. 




THE "MONROE" ... 20 x 30 polished plate mirror framed 
in stainless steel 

17 x 27 wall opening 

4 adjustable shelves 

T-8-40 watt bulbs not included but 

available at additional cost 

The "MONROE" is 4V2" deep overall with a ZW wall recess space. 



The "MONROE" is shown here in a 
simple and practical installation . . . 
The side lights produce perfect light- 
ing for shaving or make-up when 
used individually, in addition to 
ample general room illumination 
when used together. No ceiling 
fixture is necessary with this twin 
installation. 




A simple, practical combination of chrome 
and polished plate glass , 
framed in stainless steel 
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Finished in easy-to-clean 
Life-Time porcelain enamel 






• Recessed tooth brush fixture 

• Mar proof door finish 

• Seamless construction 

• Chromed hardware 

• Exceptional storage space 



THE "MADISON" MODEL No. 2705 

20 x 30 mirror framed in stainless steel 
17 x 27 wall opening 
4 adjustable shelves 



LARGE — ROOMY — ALL CUSTOM FEATURES — WITHOUT LIGHTS 



BRILLIANT 
LIFE-TIME 
PORCELAIN 
FINISH 



custom 




Here is etched plate glass at its finest — The edges are beveled, 
ground and polished to a diamond lustre. The cabinet is large 
and roomy with every Packard custom feature . . . With or with - 
out side lights. Mirror is held to the door with stainless steel clips. 



THE "DEARBORN" MODEL No. 2805 — Unlighted 
MODEL No. 2805 FL. — Fluorescent Lighted as shown 
20 x 30 polished beveled edge mirror (not framed) 
17 x 27 wall opening 
4 adjustable shelves 



e 

lighting 



Fluorescent 




The fluorescent fixtures shown here 
are the creation of lighting experts 
who have taken into consideration 
practical design, utility and ease of 
operation. They are the perfect 
fluorescent fixture for bathroom 
lighting. 





THE "ELMHURST" 

PLATE GLASS FRAMED IN 
STAINLESS STEEL 
Made in 2 sizes 
MODELS No. 1702FL— 1703FL 



MODEL 
NAME 



THE "HIGHLAND PARK" 

BEVELED PLATE MIRROR 
Made in 2 sizes 
MODELS No. 1202FL — 1203FL 



THE "GLENCOE" 

PLATE MIRROR — BEVELED EDGE 
NO FRAME 
Made in 2 sizes 
MODELS No. 1402FL— 1403FL 



Specifications 

All models shown are shipped complete with bulbs 



The HIGHLAND 
PARK 


MODEL 


MIRROR 


WALL OPENING 


SHELVES 


1 202FL 


16x24 


13 % x 19% 


2 


1203FL 


18x26 


15x21 


3 




1402FL 


16x22 


13% x 19 % 


3 


The GLENCOE 










1403FL 


18x24 


15x21 


3 




1702FL 


16x24 


13% x 19% 


3 


The ELMHURST 










1703FL 


18x26 


15x21 


3 



All models shown are AW* deep — recess into the wall 3!6" 



RECESSED TOOTH BRUSH 
FIXTURE 

MAR-PROOF DOOR FINISH 

INTERIOR CABINET LIGHT 

SEAMLESS — EASY TO CLEAN 
CABINET 

FIXTURES UNDERWRITERS' 
APPROVED 




A PACKARD FEATURE 

Here is a really practical feature, re- 
cessed into the door, behind the 
mirror of every Packard cabinet. In 
the Custom, Deluxe and Standard 
lines. Four toothbrushes can be 
stored in a sanitary, easy to clean, 
inconspicuous and convenient space. 




This close-up view of 
the PACKARD Fluores- 
cent Fixtures shows the 
chromed and highly 
polished back reflector 
and socket housings. 

One switch under the 
left hand fixture controls 
both lights. The conven- 
ience outlet plug is built 
into the bottom of the 
right hand fixture. 

These fixtures are set 
back from the mirror to 
eliminate glare; they 
can be operated from a 
wall switch or from the 

cabinet. FLUORESCENT FIXTURES 

Shipped complete with bulbs 

PACKARD Fluorescent lighted cabinets have been 
designed to provide ample light for the average 
bathroom without an overhead fixture. This results in 
a definite savings in installation and operating costs. 



INTERIOR CABINET LIGHT 



Automatic switch for interior light 
Interior light unit 
Deluxe slide track Joor stop 



Q 




This interior light feature is standard equipment on all 
PACKARD lighted cabinets equipped with light fixtures 
except in the budget line. 




incandescent 



ng 



The New Incandescent light 
fixtures, shown here are 
radical improvement over old 
types. They provide ample 
light for the average bathroom 
and are ideal because of their 
position on the cabinet for 
shaving and make-up, IN 
ADDITION TO GENERAL 
LIGHTING. 



nt light 
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THE "WINNETKAN" 

MIRROR FRAMED IN 
STAINLESS STEEL 

2 sizes 
1702L— 1703L 
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THE "BEVERLEY" 

BEVELED PLATE MIRROR 
2 sizes 
1 202L — 1 203L 



THE "KENILWORTH" 

PLATE GLASS — BEVELED 
EDGE — NO FRAME 
2 sizes 
1402L — 1403L 



Specifications 



MODEL 



Models shown are less the required T-8-40 watt hulbs. 
Available at extra cost. 



MODEL 


MIRROR 


WALL OPENING 


SHELVES 


The 


1202L 


16 x 24 


13% x 19% 


3 


BEVERLEY 


1203L 


18 x 26 


15 x 21 


3 


The 


1402L 


16 x 22 


13% x 19% 


3 


KENILWORTH 


1403L 


18 x 24 


15 x 21 


3 


The 


1702L 


16 x 24 


13% x 19% 


3 


WINNETKAN 


1703L 


18 x 26 


15 x 21 


3 



T-8-40 WATT BULBS — NOT FURNISHED 
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Models Shown are 4 T / 2 " Deep with 3 % " Recess Space 



RECESSED TOOTH BRUSH 
FIXTURE 

MAR-PROOF DOOR FINISH 

INTERIOR CABINET LIGHT 

SEAMLESS — EASY TO CLEAN 
CABINET 

FIXTURES UNDERWRITERS' 
APPROVED 




A PACKARD FEATURE 

Here is a really practical feature, re- 
cessed into the door, behind the 
mirror of every Packard cabinet. In 
the Custom, Deluxe and Standard 
lines. Four toothbrushes can be 
stored in a sanitary, easy to clean, 
inconspicuous and convenient space. 



PACKARD Tubular light 
fixtures are typically 
"Functional" in design. 
The Monax Glass Shades 
diffuse the light in a soft 
glareless glow through- 
out the room. The 
fixtures are brilliantly 
chromed and securely 
fastened to the return 
flange of the cabinet. 

The light switch is in the 
bottom of the left hand 
fixture. The electric con- 
venience plug is in the 
bottom of the right hand 
fixture. If desired these 
lights can be controlled 
from a wall switch. 




INCANDESCENT FIXTURES 



Here is the answer to modern bathroom lighting — 
The fixtures are simple in design, yet smart in 
appearance — they provide all the lighting fixtures 
required over the lavatory! 



INTERIOR CABINET LIGHT 




O Automatic switch for interior 

Interior light unit 
^ Deluxe slide track door stop 



Id 
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This interior light feature is standard equipment on all 
PACKARD lighted cabinets equipped with light fixtures 

except in the budget line. 
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A PACKARD FEATURE 

Here is a really practical feature, re- 
cessed into the door, behind the 
mirror of every Packard cabinet. In 
the Custom, DeLuxe and Standard 
lines. Four toothbrushes can be 
stored in a sanitary, easy to clean, 
inconspicuous and convenient space. 



PLATE GLASS FRAMED 
STAINLESS STEEL 
Made in 2 sizes 
1 802 — 1 803 




"LYNN" 

PLATE MIRROR FRAMED 
IN STAINLESS STEEL 

Made in 3 sizes 
1702 — 1703 — 1705 



FRAMED 
MIRROR 
MODELS 



Specifications 



MODEL MIRROR WALL OPENING SHELVES 





1802 


16 x 22 


13% x 19% 


3 


"LAUREL" 


1803 


18x24 


15 x 21 


3 




The "Laure/" available in larger size in the Custom line 




1702 


16 x 24 


13% x 19% 


3 


"LYNN" 


1703 


18 x 26 


15 x 21 


3 




1705 


20x32 


17 x 27 


4 


Models 


shown are 4 Vi 


" deep with a 


3 Y2 " recess space 






standi 





>erf 



ect models for medium cost in- 
stallations . . . DIAMOND perfect 



plate glass mirrors — polished — 
veled or framed in stainless steel. One 
piece seamless cabinet . . . chromed hard- 
ware — continuous hinge — mar-proof door 
finish . . . Custom features at Standard cost. 

w 





PAMI 



BEVELED PLATE GLASS MIRROR 
Made in 3 sizes 
1202— 1203 — 1205 



"PATRICIA" 

BEVELED EDGE PLATE GLASS 

Made in 3 sizes 
1402— 1403 — 1405 



VENETIAN 
(UNFRAMED) 
MODELS 



Specifications 



MODEL MIRROR WALL OPENING SHELVES 





1402 


16 x 22 


13 5 /« x 19 5 /e 


3 


"PATRICIA" 


1403 


18 x 24 


15 x 21 


3 




1405 


20 x 30 


17 x 27 


4 




1202 


16 x 24 


13Ys x 19% 


3 


"PAMELA" 


1203 


18x26 


15 x 21 


3 




1205 


20 x 32 


17x27 


4 



Models shown are 4%" deep with a 3 V2 " recess space 
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THE BUDGET MODELS SHOWN 
INCLUDE ALL FEATURES REQUIRED I 
A PRACTICAL BUDGET COST INSTALL 
TION. THERE HAS BEEN NO SACRIF 
OF QUALITY. THE LOWER PRICES 
POSSIBLE ONLY BECAUSE OF 
COMPARABLE QUANTITIES PRODU 
AND SOLD. 



MODEL No. 502 

• 16 x 24 PLATE GLASS MIRROR 

• FRAMED IN POLISHED STAINLESS STEEL 



• 13 5 / 8 x 19% OPENING 

• TOOTH BRUSH HOLDER 

• CONTINUOUS HINGE 



3 GLASS SHELVES 



DELUXE SHELF ADJUSTMENT 
BULB EDGE GLASS SHELVES 
NO OPEN SEAMS 

WIDE FRONT FLANGE 
TO PERMIT CENTERING 
OF CABINET 

IN RECESS OVER LAVATORY 





D 

FO! 

MIRROR T OP 
SLIDE TRACK 

DOOR C 




CHROMED 

TOOTH BRUSH HOLDl 
CHROMED DOOR CATCH 



WHITE ENAMELED STEEL 
PIANO TYPE HINGE 

PAN-TYPE CUSHIONED DOOR 





MODEL No. 502FL 

16 x 24 PLATE GLASS MIRROR FRAMED 

IN STAINLESS STEEL 
WHITE ENAMELED BUDGET FLUORESCENT 

FIXTURES (Complete with bulbs) 
13 5 / 8 x 1 9 5 / 8 WALL OPENING 
3 ADJUSTABLE GLASS SHELVES 
TOOTH BRUSH HOLDER 
CONTINUOUS HINGE 



MODEL No. 902L 

16 x 24 PLATE GLASS MIRROR — 
POLISHED BEVEL — FRAMELESS 

1 3 5 / 8 x 1 9 5 / 8 OPENING 
BUDGET TUBULAR LIGHTS 
3 ADJUSTABLE SHELVES 
TOOTH BRUSH HOLDER 
CONTINUOUS HINGE 





\ 



IDGET LIGHTED CABINETS 

FOR BUDGET BUILT HOMES 

The lighted models shown here are equipped with 
PACKARD BUDGET light fixtures. Doors are cushioned 
and hung on piano type hinges. The cabinet is drawn 
from stretcher-leveled steel — finished in two coats of 
baked-on enamel over a rust resistant surface. 

BUDGET lighted cabinets are complete in every detail. 
These models have one switch to control both lights and 
an electric convenience plug for razor, curling iron or other 
electrical appliances. 

Completely wired for immediate installation. 



ftp 
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MODEL No. 701 L 

• 16 x 22 BEVELED PLATE MIRROR (FRAMELESS) 

• 14 x 1 8 V 4 WALL OPENING 

• "BUDGET" SIDE LIGHTS 

• 2 ADJUSTABLE SHELVES 



-l 



MODEL No. 1601L 
16 x 22 PLATE GLAS" MIRROR 
FRAMED IN POLISHED STAINLESS STEEL 
14 x 18V 4 OPENING — 3 GLASS SHELVE* 

"BUDGET" LIGHT FIXTURES 
WHITE OPAL GLASS sKDES 

• TOOTH BRUSH HOLDE| 

• CONTINUOUS HINGE 




This white opal glass 
available on Models No. T 601 L and 701 L at no 
extra cost. The "CUP SHADE" will accommodate 
ANY 60 watt bulb as compared to the T- 10-40 watt 
bulb used with the shade pictured on the cabinets. 
In a bathroom installation where no ceiling fixture 
is used, the cup shade is recommended for complete 
lighting. If the cabinet lights are to be used in addi- 
tion to a ceiling fixture, the shades pictured on the 
cabinet will perform perfectly. 

(IF "CUP SHADE" IS REQUIRED, ADD PREFIX "S" 
TO STOCK NO. WHEN ORDERING, VIZ: S701L) 




• • budget line . . . continued 




MODEL No. 1601— PLATE GLASS 
MODEL No. W1601 — WINDOW GLASS 

• 16 x 22 MIRROR FRAMED IN 
STAINLESS STEEL 

• 14x18 WALL OPENING 

• 2 ADJUSTABLE GLASS SHELVES 

• CONTINUOUS HINGE 

• TOOTH BRUSH HOLDER 

• RAZOR BLADE DISPOSAL SLOT 



Here is Streamlined 
Merchandising . . . to 
Dress-up your Show- 
Room . . . to Increase 
Sales . . . to Demon- 
state and Dramati- 
cally Present Various 
Models to each Pros- 
pective Customer. 

This attractive unit will be the 
"FOCAL POINT" of your 
Bathroom Equipment Display. 

Design Patent Pending 





MODEL No. 701 

• 16 x 22 BEVELED PLATE GLASS 
MIRROR 

• 14x19% WALL OPENING 

• 2 ADJUSTABLE SHELVES 

• CONTINUOUS HINGE 

• TOOTH BRUSH HOLDER 

• RAZOR BLADE SLOT 





THE LINE 



THAT SELLS" 



PACKARD FORMSTEEL 




modern portable 




display stand 



available with 




BACK OP STAND 



SEAMLESS 
BATHROOM CABINETS 

Here is the only way to sell and merchandise 
bathroom cabinets . . . here is a line that has 
genuine customer appeal because of styling, 
price and presentation . . . 

Now PACKARD offers you the merchandising 
method proven most profitable. Obtain one 
of these gleaming new display stands . . . 
place it in a prominent spot in your show 
room or show window . . . and watch your 
sales climb! 

The stand holds 4 cabinets ... 1 each, of 4 
sizes in the PACKARD line ... is 72" high . . . 
30" x 30" at the base. Sturdily constructed 
of 18 gauge chromed furniture tubing. Steel 
panels. Shipped knocked down. Easy to as- 
semble. 



CORPORATION * 3354 North Crawford Avenue, Chicago 41, Illinois 



. . the true worth 
of any manufactured product 
can be measured by the honesty 
and integrity of its maker." 




PRESIDENT 



PACKARD FORMSTEEL CORPORATION 



Digitized by: 




INTF RNATIONAl 



ASSOCIATION FOR PRESERVATION TECHNOLOGY 

www.apti.org 

For the 

BUILDING TECHNOLOGY HERITAGE LIBRARY 

https://archive.orq /det ails/buildinq t echnoloqyheritaaelibrary 



From the collection of: 



R3 Tulane 
v University 



Southeastern Architectural Archive 

Special Collections 
howard-tllton memorial library 



http://seaa.tulane.edu 



